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UNCLASSIFIED 

PAGE 01 STATE 051418 

17 

ORIGIN HEW-08 

INFO OCT-01 NEA-10 ISO-OO SCI-06 RSC-01 /026 R 
66617 

DRAFTED BY: DHEW/SRS-BERNICE C HARRIS 
APPROVED BY: SCLMSBEAUBIEN 
DHEW/SRS-WILLIAM C PEMBLETON 
SCI/SA:AERICHMOND INFO 
NEA/EGY :LWSEMAKIS INFO 

099849 

R 142106Z MAR 74 
FM SECSTATE WASHDC 
TO AMEMBASSY CAIRO 

UNCLAS STATE 051418 

E.O. 11652: N/A 
TAGS: TPHY, OSCI, EG 

SUBJ: EQUIPMENT FOR CARDIAC PROJECT, 19-P-58029-F-01 
REF : SRS' LETTER TO DR. ATTIA, DTD FEB 14, 1974 

1. SRS FORWARDING BY AIR POUCH 1 PACKAGE CONTAINING A POLAROID 
CAMERA TO BE USED IN CONNECTION WITH THE ABOVE REFERENCED SRS- 
SUPPORTED RESEARCH PROJECT. 

2. PLEASE ADVISE DR. ATTIA, CARDIOLOGY DEPARTMENT, AIN SHAMS 
UNIVERISITY, CAIRO WHEN THE PACKAGE ARRIVES. 

3. AN ACKNOWLEDGMENT OF RECEIPT OF THE CAMERA IS REQUESTED. 

4. TREADMILL, HARPENDUM CALIPER AND DYNAMOMEYER ARE ON ORDER. 
SRS WILL NOTIFY YOU WHEN SHIPMENT CAN BE EXPECTED IN CAIRO. 
KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEDICAL CARE, PROGRAMS (PROJECTS) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 14 MAR 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE051418 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BERNICE C HARRIS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740342/aaaabnve.tel 

Line Count: 49 
Locator: TEXT ON-LINE 
Office: ORIGIN HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: SRS' LETTER TO DR. ATTIA, DTD FEB 14, , 1974 

Review Action: RELEASED, APPROVED 

Review Authority: cunninfx 

Review Comment: n/a 

Review Content Flags: 

Review Date: 04 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 SEP 2002 by elbezefj>; APPROVED <06 DEC 2002 by cunninfx> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EQUIPMENT FOR CARDIAC PROJECT, 19-P-58029-F-01 
TAGS: TPHY, OSCI, EG 
To: CAIRO 
Type: TE 
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